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E.O. 11652: N/A 

TAGS: ACOM. ASEC, ABLD 

SUB J : LIBREVILLE COMM CENTER FIRE RENOVATION 

1 . RCO TECHNICIANS AND SEABEE TEAM COMPLETED ENTIRE COMM. 
CENTER RENOVATION 6 APRIL AS FOLLOWS: ALL LIBREVILLE BAX 
TERMINAL EQUIPMENT CLEANRED AND REVISED; WATTS EQUIPMENT 
CLEANED, REVISED AND TESTED GIVING POST ONE MR- 1000 
CAPABILITY AND ONE 918 TRANSCEIVER 150 WATT BACK-UP 
CAPABILITY; DISINTEGRATOR AND ENCLOSURE INSTALLED AND 
FUNCTIONING. ENTIRE COMM. CENTER AREA WAS CLEANED, PAINTED, 
TILED, REPANELED AND REWIRED WHERE NECESSARY, THEREBY 
RESTORING ALL FACETS OF LIBREVILLE COMMUNICATIONS BACK 

TO NORMAL OPERATION. 

2. REQUEST TSO DISPATCH TECHNICIAN TO INSTALL SMOKE 
ALARMS; REPAIR/REALIGN S&G LOCKS LOCATED ON DISINTEGRATOR 
ROOM DOOR AND INNER WOODEN ACCESS DOOR TO COMMUNICATIONS. 

3. PER TSO/CRO ON-SITE DISCUSSION, PLEASE HAVE TECH BRING 
TWO S&G LOCK SPINDLES AND TWO DOOR JAMS FOR REF. DOORS. 

4. PLEASE ADVISE ETA ASAP IN ORDER THAT POST MAY ARRANGE 
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